[2024-05-28T07:21:51.716456Z] [info] Preparing cgroup to start isotovideo
[2024-05-28T07:21:51.717071Z] [info] Using cgroup /sys/fs/cgroup/systemd/openqa.slice/openqa-worker.slice/openqa-worker-auto-restart@5.service/4226803
[2024-05-28T07:21:51.717311Z] [info] Starting isotovideo container
[2024-05-28T07:21:51.719550Z] [info] isotovideo has been started (PID: 18397)
[2024-05-28T07:21:51.720173Z] [info] 18397: WORKING 4226803
[2024-05-28T07:48:07.315003Z] [info] Uploading logs_from_installation_system-y2logs.tar.bz2
[2024-05-28T07:48:07.347815Z] [info] Uploading yui-log.txt
[2024-05-28T07:48:07.373314Z] [info] Uploading video.webm
[2024-05-28T07:48:07.491313Z] [info] Uploading autoinst-log.txt
[2024-05-28T07:48:07.522510Z] [info] Uploading worker-log.txt
